From: armand_scatena@agilent.com 

Sent: Monday, December 14, 2009 11:00 AM 

To: Hanchett, James (DPH) 

Subject: RE: GC/MS Quote 

Attachments: Western Massachusett - Quote No. 907032.pdf 


Jim; 

Attached is an updated quote with the new GC sampler. Good Luck in your funding request. 

Anmand Scatena 
Agilent Technologies 
PH: 866-912-7030 
PH: 978-681-2007 
FX: 518-885-2894 

E-Mail: armand scatena@aoilent.com 


From: Hanchett, James (DPH) fmailto James. Ha nchett@state.ma.usl 
Sent: Thursday, December 10,2009 7:20 AM 
To: SCATENA,ARMAND (A-USA,exl) 

Subject; GC/MS Quote 

Hi Armand, 

I need a new quote for a CG/MS. Your last one 807198 has expired. Nothing is definite but a good possibility. Thanks 

Jim Hanchett 
Amherst Drug Laboratory 
Western Mass Public Health Ctr. 

RoomN251 Morrill I 
181 Stockbridge Rd. 

Amherst, MA 01003 
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